& Not Peer Reviewed 


bio- protocol Preprint @ Ask a question online 


Data repositories 
© Andrew N Holding 
Updated date: Mar 3, 2021 


=] An abbreviated version of this protocol was published in eLIFE in Nov 2018 
Genome-wide Estrogen Receptor-o. activation is sustained, not cyclical 
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Detailed protocol 
The data is available from https:/www.ncbi.nim.nih.gow/geo/query/acc.cgi?acc=GSE 119057 
How to cite: (Readers should cite both the Bio-protocol preprint and the original research article where this protocol was used) 
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